Trunnion Ball Valve Manufacturer in India 


Specialityvalve is the topmost Trunnion Ball valve manufacturer in India. We 
supply to Karnataka, Uttar Pradesh and Andhra Pradesh. A Trunnion Ball Valve is a 
type of ball valve that is designed to provide tight shutoff and precise control of 
flow. It is a specialized type of ball valve that is used in a variety of applications, 
including oil and gas, chemical, petrochemical, and power generation industries. 


The name "Trunnion" refers to the two support bearings that are located above 
and below the ball in the valve. These bearings provide stability and help to keep 
the ball from rotating when the valve is in operation. The ball in a Trunnion Ball 
Valve is supported by these bearings, which also serve to prevent the ball from 
being distorted when the valve is subjected to high pressure. 


The Trunnion Ball Valve is designed to have low torque and high-cycle life. It is 
also designed to have bi-directional flow capabilities, which makes it an ideal 
choice for a wide range of applications. The valve is also designed to have a tight 


seal, which helps to prevent leakage and ensure that the process fluid remains 
contained. 


Specialityvalve is dominant Trunnion Ball Valve Manufacturer in India. 


Features: 


e It can seal in two blocks 
e All parts that are subjected to pressure have a full die-forged structure 
e A flanged integral with a closing member is used in flanged valves 


Types: 


e Forged trunnion ball valve. 
e Casting trunnion ball valve. 


Industries: 


e Oil and gas industry 

e Chemical industry 

e Water treatment plants 

e Power generation industry 
e Petrochemical Industry 


Advantages: 


e Reduced Likelihood of leaking 
e Versatility 

e High-pressure application 

e Reduces Cost 

e Ease Of Use 


Description: 

Body Material: Cast steel (WCB, WCC, WC6, LCC, LCB), Titanium, Stainless steel 
(SS316, SS304, F51, F55, CF8, CF8M). 

Class: 150-2500, PN25 — PN450. 

Size: 2” to 48”. 

Ends: Buttweld, Socket weld, Threaded, Flanged 

Operations: Hand wheel Operated, Gear Operated, Electric and Pneumatic 
Actuated. 


httos://www.specialityvalve.com/product-category/trunnion-ball-valve 


